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Inspection Report 


THF HAWTHOm OOHPOR*TlClU 

Customer ID: 2&64 


Certificate: 33-C-0053 


She; 001 


THF 1-W.WTHORH OOHPOBATlOtJ 

SS67S W CHARDON ROAD 

Type: ROJTINE INSPECTION 

GRAYS LAKE. IL COOSO 

Dale: 23 0clotoer 2013 


Mo oon-compliant items ideniHied during this inspection. 
Exit interview conducted with facility representatiue. 


CHAD MOORE, A C I 


By; 

CHAD T MOORE , A C I USDA, APH IS. Animal Care 

Title: ANIMAL CARE INSPECTOR Inspector 1046 
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Date: 

SaOcloher £013 
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